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SUMMARY CF INFORMATION 


The ite is the ingide of a large structure. tho ig warm ane 
brawns, and reds are precdominank colors. The ceiling ranges in 
height from Ge 1O feat ta 2£0~ =O feet. The changes im height are 
horizontal levels and @ach change invelves an angle, Lightka are 
affixed to the highest level. There igs flat carpeting on the 
floor similar to commercial-grade. tk ie dark eec or radcdiah- 
beowr oir color. Theee are many interconnecting metal bars 
pragant, . 

The purpose of thig place i to efficiently accommodate a 
nunber of people. Tha interior wag similar to/reminiscent of a 


goublic building like a museum, convention ball, theater or arena. 
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